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Politics 


EMS News: Ambulance Exec. Responds to Congressional 
Call 5 Davolt 


EMS News: Shoot-out at the .08 Corral $ Davolt 


Psychiatric Patients 

EMS News: Phoenix FD Faces Positional 
Asphyxia Lawsuit 

Last Word: Crimes and Misdemeanors 


Public Awareness 

Camp 911 D Kelley 

EMS News: Orlando Sports Colors Used to 
Prevent Drowning S$ Davolt 
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Article /Column/ Author 


Last Word: Lessons from Dear Abby 
Research Review: Public Expectations of Heart 
Attack Symptoms E Criss 


Public/Private Providers 
Ask Sirenhead: question about FD/ambulance conflicts 


Last Word: Allied Forces Take Wisconsin 


Quality Management 

Association Forum NAEMSQP: Customer Service 
Key to Quality Management M Miriovsky 

Association Forum NAEMSQP: Quality Journeys 

Association Forum NAEMSQP: Who Is Your Customer? 
M Miriovsky 

Association Forum NAEMSE: Return to Critical 
Thinking W Chapleau 

EMS News: New NHTSA Documents Online 

Sterling Sarasota M Taigman 

Tricks of the Trade: It’s about Time M Smith 


Refusing Medical Advice 

Case of the Month: Rules to Work By P Werfel 

EMS News: Columbus Paramedics Not Implicated 
in Student Death 

Research Review: Physician Involvement in Patient 
Refusals E Criss 

Research Review: Should Hypoglycemic Patients 
Refuse Transport after Treatment? E Criss 


Research 
Association Forum NAEMSE: The Case for EMS 
Research G Margolis, K Stage-Kern 
EMS News: Blood Substitute Passes Test in 
Trauma Patients 
EMS News: Blood-substitute Study Canceled 
EMS News: Nationwide Seat Belt Use Examined 
EMS News: A Smarter Breed of Crash Dummy S Davolt 
EMS News: This Little Piggy ... Got Nailed in the Chest 
Last Word: Bark at the Moon 
Long Distance Operators 
Research Review: Adjustments to the Utstein 
Style E Criss 
Research Review: Advanced Directives and the ED E Criss 
Research Review: Cardiac Arrest Survival 
Compared E Criss 
Research Review: Effect of COHb on Pulse Ox R Hunt, et al 
Research Review: Fractures—at Any Age E Criss 
Research Review: High Case Volumes Don't 
Equal Improved Performance R Hunt, et al 
Research Review: Improving Whiplash Diagnosis E Criss 
Research Review: Needle Thoracostomy— 
A Necessary Skill? E Criss 
Research Review: Organ Donation & Ethnicity E Criss 
Research Review: Ozone Responses in Smokers 
and Nonsmokers E Criss 
Research Review: Prehospital Use of Activated 
Charcoal E Criss 
Research Review: Reduce Earaches While Flying E Criss 
Research Review: Who Takes More Risks—Teens or 
Adults? E Criss 
Research Review: Why Do We Have a PSVT? E Criss 
Research Review: Heliox—No Beneficial Effects 
or Severe Asthmatics R Hunt, et al 
Resuscitative Hypothermia a Hot Topic 


Restraints 

EMS News: Monitor Restrained Patients, Physicians 
Stress M Garza 

EMS News: Phoenix FD Faces Positional Asphyxia 
Lawsuit 

Research Review: Fitful Flights: Patient restraint in 
air transport E Criss 
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EMS RESOURCES 


A PHYSICIAN’S RESOURCE COMPANY 
Research Review: Pediatric Restraint in Ambulances 
DEFIBRILLATORS 


Research Review: Prisoner Restraint and 
Asphyxia E Criss Laerdal Heartstart 30000R $4,000.00 

; Laerdal Heartstart 3000 $3,100.00 

Laerdal Heartstart 2000 $1,500.00 

Physio LifePak 300 $4,500.00 
Research Review: Termination of Out-of-hospital Physio LifePak 10 $3,900.00 
Resuscitation E Criss Physio LifePak 10P $6,100.00 
Physio LifePak 11 Call for price 
Physio 3 Bay Support Sys. $900.00 
Zoll PD 1400 (Pacing) $4,000.00 
Zoll PD 1600 Call for price 


Shock 
Case of the Month: “Magic” Numbers P Werfel 


Spinal Injury /immobilization IV THER APY 
Case of the Month: Walking the Tightrope P Werfel IVAC Minimed IV Pump 50800 
Damage Control for Pediatric Spinal Injuries 

D Vanstralen, J Goss “Defibrillators include new batteries, patient cables 
Research Review: Cervical Immobilization and One Year Warranty On All Equipment 

Gunshot Wounds to the Head 
Research Review: Gunshot Wounds and Cervical PULSE OXIMETERS 

Spine Injuries R Hunt, et al “STOP CHANGING BATTERIES!” 
Research Review: Is Spinal Immobilization Good for Criticare 503SP02T Handheld $895.00 


Patients? E Criss * 4 YEAR WARRANTY * 


Strange Cases For the Highest Quality and Best Service - Call Us 


EMS News: Lightning Strikes Clark County (Nev.) Crew 
Last Word: Deja Vu Delivery 


FAX (914) 476-4485 
Stroke E-mail: physres@aol.com 
You'll be happy you did, we'll make sure of it! 
Research Review: Evaluating Stroke vs. Non-stroke 


The Physician's Resource is a proud contributor to the 
R Hunt, et al St. Jude’s Children’s Research Hospital 


System Characteristics and Design Circle #56 On Reader Service Card 
EMS News: Conference Unveils EMS Agenda for the 
Future Implementation Guide S$ Davolt 
EMS News: Paramedics in Renovated Police Cars 
Treat Without Transport 
Re-engineering the Nation’s Emergency Cardiac 
Response Systems T Leduc 
Research Review: Ambulance Run Volume 
and Math E Criss 
Research Review: Support of 12-hour 
Shifts R Hunt, et al 
Sterling Sarasota M Taigman 
Utstein: A Common Thread T Leduc 


Terrorism 

Publisher's Page: A Dumb Way to Die J Page 
Terrorism Part I P Maniscalco, et al 
Terrorism Part I P Maniscalco, et al 
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Transportation 
EMS News: Injury Research Center Nets 
Big Bucks S$ Davolt 
Last Word: Stroke Fighters 
Tricks of the Trade: The Trauma Bus Stops Here M Smith 


Unions 
International EMS Scene: Ambulance Workers Strike 


Volunteers 

Ask Sirenhead: question about lights/siren 

From the Editor: Foundation Built on Quicksand 
AJ Heightman 

Recruitment and Retention ef Volunteers T Halpin 

The Truth of Volunteer Incentives D Wolfberg 


L988-8S2-008-1 


Women 
Canadian News: Working a crime scene as a police 
officer and a paramedic M Mackay 


EMS News: Women in EMS: What's the Circle #57 On Reader Service Card 
Reality? S Davolt 
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